o Kvening 


RENO, WASHOE COUN 


TY, NEVADA, MONDAY, MAY 27, 1883. 


Know 


That Brown’s Iron Brrrxns 
will cure the worst case 


of dyspepsia. 
Will insure a appetite 
and increased digestion. 
Cures general debility, and 


gives a new lease of life. 


Dispels nervous depression 
and low spirits. 


Restores an exhausted nurs- 
2 — to full strength 
and gives abundant sus- 
tenance for her child. 


Strengthens the musclesand 
nerves,enrichesthe blood. 


Overcomes weakness, wake- 
fulness, and lack ofenergy 


Keeps off all chills, fevers, 
and other malarial poison. 


Will infuse with new life 
the weakest invalid. 


397 Walker St., Baltimore, Dec. 2882. 
For six years I have been a 
sufferer from Blood 


Disease, Dys- 
became 


per, induced me to give it a trial. 
am now ta the third bottle 
and have not felt so well in siz 


wears as | do at the time. 
Sim i 1— 


Brown’s Iron Bitrers 
will have a better tonic 
effect upon any one who 
needs “bracing up,” than 
any medicine made, 


AN ATTRACTIVE PLACE 

Having just received one 
of the finest stocks of 
Men’s and Boys’ Clothing, 
Gents.’ Furnishing Goods 
Hats, Caps, Boots and Shoes 
ever brought to this State, 
I invite my friends and 
the publie generally to give. 
me a call. My prices are 
lower than ever, and my 
patrons are sure to be well 
pleased. Great Bargains 
in dull times is what we 
all want. Call at my 
store and be convinced. 


M. NATHAN 
VIRGINIA me NEVADA 


_— = 


WAGON SS 


— 85 — 


AGRICULTURAL IMPLEMENTS 


J. L. MeFarlin, General Agent 
J. P. Cannon, Traveling Agent 


Headquarters, Reno. Agents For 
FISH BROS.’ 
BAIN AND 
STUDEBAKER 


WAGONS AND BUGGIES 


Also for all kinds . 
AGRICU.TURAL IMPLEME 18 
Com prising the best and 
most approved 


Mowers. Reapers, Seeders, 
Sowers, Bie. 


All Orders Receive Prompt At- 
tention. Address: JONN P. CANNON, 


Reno, Nev., care of J. L. MeFariin, or 


Paul 


COAST ITEMS 


The exodus of Arizona miners to 
Lower California continues. 


Jewell, the murderer of Renow- 
den is completely prostrated, and 
his condition grows worse. 


Are you troubled with such symptoms 
ot dyspepsia as belching, tasting of the 
food, heart-burn, ete.? Brown’s Lron Bit 
ters will cure you. lw 

William Baker, an aged German, 
having beeome insahe over a law- 
suit. committed suicide at Baker 
City, Or., last week. 


The Northern Pacific Railroad 


examinin 
Eastern Washington Territory. 

Bean, whose sudden ee 
pearance fram Butte a few months 
ago set the whole camp in an up- 
roar, has been heard from in Alaska. 


It is proposed to construct large 
tanks or on the banks of 


Silver creek, near Hailey, I. T., for 
2 purpose of raising fish for mar- 
t. 


A boy in u band while drumming, 
Felt a pain in his neck a comiug, 
He grew suddenly hoarse, 

But as a matter of course, 

St. Jacobs Oil “‘sentit ahumming.”’ 


T. J. Miller committed suicide at 
Steckton on Thursday. He had 
$483 20 on his person and a valise 
coutaining religious books aud 


papers. 

A call hes been issued at San 
Jose for an anti-monopoly mass 
meeting, to be held on June 2d, to 
consider the question of freights 
and fares on railroads. 


Muriatta, the Mexican who shot 
youug Austin P. Greenwood in 
Sonora, Mexico, on April 19th, was 
captured and put to death by the 
Mexican authorities. 


Burglass stole $300 worth of opium 
from the County Clerk’s office in 
Sacramento. It was a lot that had 
been borrowed from a Chinese store 
to be used as evidence in a trial. 


James A. Farmer, a Central Pa- 
cific Railroad brakeman, bas been 
sent to San Quentin from Stockton 
to serve two years and a half for 
stealing a lady passenger's satchel 
containing jewelry. 


At Bakersfield, Friday, as J. M. 
Harlan was returning from a drive 
with the wife, a son aged 4 years 
and a daughter aged 6 years, of 
Levi Elliott, Elliott met the party 
at the entrance of his premises, and 
exclaiming, “ „I've 
caught you,“ opened fire with a 
revolver on Harlan. Harlan 
shielded himself with the bedy of 
the little girl, who received a bullet 
in the breast and died in a few 
minutes. Harlan was wounded in 
the right hand, left wrist and hip. 

Aliott then feli dead, shot through 
the heart, but whether by himself 
or Harlan is not known. There 
was some talk of lynching Harlan, 
but that danger bas new passed. 
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Terrible Sufferings. 

Dr. R. V. Prerce, Buffalo, N. V.: 
Dear Sir—I have a friend who suffered 
terribly. I purchased a bottle of your 
“Favorite Prescription,“ and, as a 
result of its use, she is perfectly well. 

J. BAILEY ,Burdette, N. Y. 

Dr. Pierce’s “Golden Medical Dis- 
covery” and Pleasant Purgative 
Pellets” purify the blood and cure 
constipation. 


When Ladies Are Attractive. 

All ladies know their faces are most at- 
tractive when free from pimples. Parker’s 
Ginger Tonic is popular among them be- 

wise it banishes impurities from blood 
and skin and makes the face glow with 
heal | ISmim 


LUMBER. 
WASHOE MILL & LUMBER CO. 


(SUCCESSORS TO B®. A. BRAGG & Co., 


PLANING MILL 4ND BOX FACTORY. 
——-DEALERS IX—— 


Redwood and Oregon Lumber, Doors, 
Sash, Blinds, Moaldings, Brackets, 
Lat ha, Pickets, Pine and Ked wood 
Shingles and Shakes, Fencing 
and Fence Posts. Stove 


Promos? attended 

akg Raul, — . entern 

an 0 w 

— connection. Wu. 
may 


CHAS. ZIEGLER, IR., 


WHOLESALE AND RETAIL BUTCHER 


—_— 


STREET, RENO, 
The Finest 
UTTON AND PORK 


anager. 


VIRGINI NEV 


BEEF, 
In the Market; also 
Finest Sausages Manufactured 
in the State. 


THE MARKET FOR EPICURES 


THE GAZETTE JOB OFEICE 


IS MAKING 


A Senor AarnTy 
— a 


_ ENVELOPES 


g ony Relgea.er Pas 


Je L. MOPARLIN, General Agent, Reno, Nev: 


Visiting 


: 


4 


. 


Company has men out in the field} 
and appraising land in- 


=- 


MISCELLANEOUS. 


| PROFESSIONAL. 


MISCELLANEOUS. 


LEGAL, 


TORPID LIVER 
Lees of Bowels 


Pain 


ne, Re 
* Feed 


TUTT'S HAIR DYE. 


Gray Hare on Warexers cha 

Biack by a single application of this Dre. it 

imparts Apatucal color. Acts Instantaneous. 
y 


ly. Sold ar sent U 
receipt of. 1 * 96 


OFFICE, 36 MURBAY T., N. v. 
Pe MANUAL of Valuahi¢leformation and 
Keovipte will be mailed YREb on application. » 


The Celebrated Trotting Stallion 


ROYAL GEORGE 


WILL STAND FOR MARES 


re produc 


This “season, as follows: Saturdays ‘at 
Lee’s Stable and the balance of the time 
at my ranch in Spanish Spring Valley 


TERMS FOR THE SEASON, 610. 


Royal George is a Beautiful Chestnut; 
Stands Fiftten Hands High; Weight, 1,100 


PEDIGREE: 


ROYAL GEORGE was sired by Warrior, 
on of Tepoo, dam by Harris’ Hambleton- 
ian, Tepoo by Ogden's Messenger, Ogden’s 
Messenger, by imp. Messenger, Harris’ 
Hambletonian by RBishop’s Hambleton- 
lan. Dam, Muu+on Mare, by imp. Mes- 
senger. Bishop's Hambietonian. Dam, 
Pheasant, by imp. Shark. Marmouth 
Eclipse, * American Eclipse. His dam, 
Mo n are, and the sire of the dam 
was Jack Hawkins, Jr., his sire was old 
Jack Hawkins, and his sire was Boston, 
the sire of Lexington. 


Ireferto W. B. Todhunter for further 
particulars regarding pedigree of Koyal 
George 

An to Judge Edwards of Carson for fur- 
ther particulars of the ligree of the 
mare, (23mar2m) Sin HILL 


TAILORING 
ESTABLISHMENT. 


Y REPUTATION 48 TAILOR 
is already established. The Boss 


lTailor” lives in all country towns. They 
advertise shop-worn auction goods; they 
dispose of cloths not saleable in the larger 
cities, and are continually trying to mis- 
lead their patrons by false representa- 
tions. Renois no exception to the rule. 
She has a Boss Tailor,” but look at a suit 
made by the Virginia street “ Boss” and 
you will immediately see the point. 


MY STOCK 


s carefully selected. It is of the very best 
of Foreign and Domestic Manufacture and 
[am prepared to make sults of the latest 
style, cut from the finest goods, at prices 
never before equalled. My work speaks 
for iteelf. I guarantee a fit in every case. 
Call and examine my samples and prices. 
Leave your measure and be happy. Don’t 
be misied by the “Boss.” You will al- 
ways regret it if you do. Before giving 
your order call at my shop and see for 
yoursell. 


Fred. Kolster, 


TAILOR. mar2si wtf 
RENO & FT. BIDWELLSTAGE 


CARRYING THE U. 8. MAIL. 
EAGAR & CO. PROPRIETORS 


HIS 1S THE ROUTE FOR PY — 
amid, Round Hole, Buffalo alt 
orks, Buffalo Meadows, Duck Flat. 
Kagleville, Cedarville and Lake City. 
CONNECTS at Cedarville with stages 
for Alturas, and at A'turas with stages for 
Lakeview, Oregon, and at Lakeview with 
stages for Chewaacan, Silver Lake, Sum- 
mer Lake, Prinesvilleand the Dalles, also 
with s for Drew’s Valley, Linkville, 
Sprague River and Ashland. 
icular attention id to ex 
packages on the regular line and to Alta- 
ras. Stages leave Reno daily (Sundays 
xe at 7 u. m. emule time each 


vay, 0 hours, . HYMERS, 
“alétr Agent, Reno. 


A. C. NEALE 


AS REMOVED HIS FURNITURE 
store from the Odd Fel ows’ building to 


THE RED STORE, 


North ofthe railroad, between Virginia and 
Second streets, where hi- oid friec.ds will find 
him with a full us of furniture and bedding, 
cheaper than ever. Kepairing of al) kinds in 
L 


A 


hia line 
Buseful articles. 4 beau- 
tiful floral chromo cards 
size 6x3, and an ill 
book to all who send two 


PRE besser 


Mention this 
a F. RIDEODT & K NEW YORK, 


! 
| low prices, N 


e ck 


A. DAWSON, M. D., 


PHYSICIAN AND SURGEON 


Office in Sunderland’s building, rooms 3 
and 4; residence on West street, between 
Commercial Row and Second street. my4 


S. BI-HOP, M. D., 


PHYSICIAN AND SURGEON 


Has returned from Eureka and can be 
consulted at bis residence, | 


* 
— 


O. A. LEVIS M. ., 


HOM(CZOPATHIC PHYSICIAN 


And Surgeon. Office and residence, Mi! 
atréet, Reno, Nevada, may f 


K. M. CLARKE, * D. KING 


CLARKE & KING, 
ATTORNEYS-AT-LAW. 

Practice in all the State and Federal 

Courts. Offices: Reno — Sunderland's 


Buildi rooms 6and 7; Carsen—Over the 
Savings hat 


F. R. WAGGONER, M. D., 


PHYSICIAN AND SURGEON. 


Office in Sundertand’s building (up stair. : 
Virginia street, Reno, Nevada. 


SURVEYOR, CIVIL ENGINEER 


Deputy Untjed States Mineral Surveyor 
for Nevadaand Washoe County Surveyor. 
Office in the Court House, Reno. Waugts 


ASSAY OFFICE 
OF A. B. WILLIAM 


In the western additfn, cor. Fifth and 
Washington streets, Keno, Nevada. & 
says correctly made and certificates giver 

auger f 


— 


DR. LIEBIG 
Dispensary Cor. Geary 
and Mason Sts, Sun 
Franc Cal. 

HE COLLEGIATE IN- 
stitute for the cure of 
special diseases and so- 
called ineurable ch.onic 
diseases. Dr. 
German Invigerater is 
positively guaranteed to 
eure nervous and physical 
debility, @eminal eak- 
lest N 


=) 
— 
c 
=) 
— 
9 
— 


nd | ‘And 


— Decor. hg nm 
Vn rope. 1 ro for- 
lt ane thovsarnd doliars 
fora case the Ivigorator 
will not eure ander spec- 
ial treatment and advice, 

The season 80 many can- 
not get cured of Weakness 
and tne above disenses is 
owing to a complication 
cal led PROSTATOK- 

HEA, which requires pecuaer treat- 
ment. 

Dr. SAebie'’s Invigerator No. 2 is the 
only positive cure for Prostatorrehr. 
Price of either Invigorator, 
six for $i). Sent to any address on r- 
ceipt of price, or C. O. PD. Ag 
persons can pay when cured. HStrictest 
Necrecy Maintained. Patienta cu.ed at 
home. Dr. Liebig’s 9 — has an 
Elegaht Drug Store in its bulldins. 

Too frequent evacuations of the Bladder 
and Ropy Sediment in urine are symp- 
toms of Secondary Seminal Weakness 
and Prostaterrhea. Complaints readily 
yield to the Dr. LiERnId TREATMENT. 

Ordinary Cases—Any recent case of 
special or private diseases cured for $10. 
Kemedies sufficient to cure will be 
promptly sent, with full directions and 
advice, on receipt of $10. All packages 
are securely eovered from observation, 

invigorator rample Free. 

To prove the wonderful power of the 
GREAT GERMAB INVIGORATOR a *2 bot- 
tle of either number will be sent free of 
cherxe, Persons ordering a free bottle 
will only have to pay expressage on de- 
livery. 

— Powerfat Electric Belts Free to 
Patients. Ceneultation, * xamination 
and advicc free and pfivate. Call or 
write. 

DR. LIEBIG & CO., 40 Geury St. 

Pr'yv't Entrance, 405 Mason St... 5S, & 


WILLIAM CAIN, 
ATTORNEY-AT-LAW. 


Office In Odd Fellows’ building, bbs em 
5-1-tf 


street, Keno, Nevada. 


R. H. LINDSAY, 
ATTORNET-AT-LAW. 


ractice in all the courts of this State 
‘alifornia. Office in Sundertand’s 
building, Reno, Nevada, 8m lim 


Db. ALLEN, 
ATTORNEY-AT-LAW 

s grocery store, Reno, 
o24tt 


Office over Lindley 
Nevada, 


DR. W. BERGMAN, 


PHYSICIAN AND SURGEON. 


Office on Second street, next to Webster s 
law office Reno, Nevada. 


ENSIONS ove Al. „ 


who were disabled by wounds, dis- 

ease, accident or otherwise, the loss 

of a toe, piles, varicose veins, chron- 

ic diarrhea, rupture, loss of sight, 
(orpartially so), loss of hearing, falling 
back of measies, rheumatism, any disa- 
bility, no matter how slight, gives you a 
pension. New and Henorable Dis- 
char ebtained. Widows, children, 
mothers and fathers of soldiers dying in 
the servicc or afterwards, from ‘disease 
contracted or wound received whilein the 
service, are entitled to pension. Rejected 
amd abandoned claims a specialty. 
Bounty, Back Pay and Herse Claims 
Collected. 


INCREASE YOUR PENSION 


A pension can be increased at any time 
when the disability warrants it. 8 you 

row older the wound has gradually un- 

ermined the constitution, the diseuse 
has made you more helpless. In some 
manner the disability has | ; 80 
apply for an increase at once, 


Land and Patent Claims Solicited. 


My experience and being here at head- 
quarters enables me to attend yt 
to all claims against the government, Ad- 
dreas, with = a. T bene 

may lé6tf x 485, Washington, D. C. 


FRIEND TERRY 


—LOUMBELR COMPANY-— 


Manufacturers of and wholesale and retail 
dealers in 


Bulidingand Finishing 
Lumber and Timber, 
Kiir-%ried Doors. 
Windows and Blinds. 


SPECIAL ORDERS & ODD SIZES 
Filled and shipped direct from the 


OREGON RED-WOOD AND SUGAR 
PINE MILLS OF THE COMPANY 


D 


marwut f 
TO THE LADIES 


Ot Reno and vicinity: Having opened a 
N 


shall be 
examine 


GENERAL OFFICE, 
1310, Second street, near M, 
BRANCH YAKD, 

Con. Twelfth and J streets, 


* 


ery A. 


Thue, again changi: gt: adark and torpid 


DR. SPINNEY 


NO. 1) KEARNEY STREET, 
San Francisco, Cal. 


Treat all Chrosie and Special Disease 
TOO rr 


HO MAY BE SUPFERING FROM 
the effects of youthful follies or in- 
discretion, will do well te avail them- 
selves of this, the atest boon 2 laid | 
at the altar of suffering namanfy. be. 
SPINNEY will guarartee to forfeit $500 
for tay | ease of Seminal weakness or 
private disease ofany kind or character 
which he undertakes and falls to cure, 


MIDDLE-AGED MEN. 


There are many at the age of thirty and 
sixty who are troubled with too trequent 
evacuations of the bladder, often accom- 
panied by a slight smarting or burning 
sensation and a weakening of the system 
in a manner the patient cannot account 
tor. On examining the urinary de its | 
aropy sediment will often be found, and 
some small particies of albuman will ap- 

ar, or the color wi'! be of a thin milkishb 


appearance, There ar many men who 
dle of this difficulty,..aorantof the cause 
which is the second stage of seminal 
weakness. Dr. S. will guarantee a perf? ot 
cure in all such cases, and a healthy 
restoration ofthe genito-urinary organs. 
Office Hours—i0 to 4 and 6to & Sun- 
days from 10 to ll A. M. Consultation 
Free. Thorough examination and advice 


$5. 

P. 8. For private diseases of short 
atanding a ful! course of medicines suf 
ficient for a cure, with necessary instruc- 
tions, will be sent to any address on re- 
ceipt of Ten Iollars. Cail or address 

DR SPINNEY & Co., 
No. II Kearney Street, San Francisco. 
jan2-dé& 


* 
THE GREAT ENGLISH REMEO) 


le a never-.ailin; 


Spermatorrhea 
Lost nhoo 
— » FP 
lysis, and all 
- terrible effect 
youthful 


,elt--Abuse 
end excess®s 
years— 


ars 
th 


follies 
in maturer 


passing unobee 
— — ˙ 8 
DR, MINTIE will to tt Five 


Hundred Dollars for a case of this cind the 
VITAL RESTORATIVE (under hie specie 
advice ane — Ai... — Care. Se fo 
an mpure or dus tound in 't. 

2152221 treate all Private Diseases — 
fally without mercury Consultation Free 
— — 00 er 1 En 

a ofa " 
itorative Kl. or four times the 


1 

AMP 

will 5 — to 7 

atating symptome, sex and age. Sin 

cy in regard to all business transections, 
OR. MINTIF'S KIDNEY BEMEDY 
NRPHRETICUM cures ai! kinds of Eidne) 


Bladder Complaints, Gonorrhea, Gleet. 

For sale by Osburn & Shoemaker 

;$1 0s 6, six bottles for $5 0 

DK. MINTIE’S DANDELION PILLS 
are the Dest and DYSPEPSIA and 


BILIOUS cure in the marke. For sale by 
Osbarn & Shoemaker. jan?-ly-d4aw 


CANDY Send $1, $2, $3, or $5 


for a retail box by ex- 
press, of the best can- 
dies in America, put 
up in elegant boxes 
and strictsy pure. Suit- 
able for presents. Ex- 
press charges light. Try 


Kearney et, | Frets, Cal 
Le BOTTLE F@EE: 
anyone re- 


CANDY 


CHICAGO.........« ILL 


: CONFECTION ER, 


per bottle; Block 


April , a. 


im 


CANDY. 
8 


Notice of Executors’ Sale. 


OTICE IS HEREBY GIVEN THAT, 

in pursuance of ao order of the Dis 

trict Court of the Seventn Judicial District 
of the State of Nevada, in and for Washoe 
county, made on the lun day of Septem- 
ber, A D. 1882, in e matter of the estate 
of John Johnston deceased, the under- 


signed executors ofthe last willand testa 


mentof said deceased and of said estate 
will sell at private sale, to the 14 
pidder, for cash in lawful money of the 
United States, and subject toconfirmation 
by the said District Court, on 


Tuesday, the m Day of June, 1883, 


At the office of the County Recorder 
oe, county, Neu., in Nev., 
en the hours of Gore 2 2 
morning and the sétting of the sun on 
same yer all the right, title, interest and 
estate ofthe said John Johnston eceased, 
at the time of his death, and all the right, 
title, interest and estate that the said ex- 
ecutors and estate have, by operdtion of 
law or otherwise acquired other than or 
in addition to that of said John Johnston 
at the time of his death, an undivided one- 
third interest lu and to all those certain 
lota, pleces or parcels of land situate, ly- 
ing and being in the town or Reno, in the 
county of Wahoo and State of Nevada, 
and known and particniarly described in 
the official plots of said town on file in the 
office of the Recorder of said county as 
Lots 15, 16, 17, 18 19, BD, 21, 2, 2, 24, in 
and undivided one-third in- 
terest in Lote I. Sand 14 in Block K in 
said town, and an undivided one-half in- 
terest in Lots 2. . 10, li and la in Bloek, K 
in anid town, and at the time and place 
aforesaid and upon the terms aforesaid, 
the undersigned as executors aforesald, in 
pursuance of an order of said Court, made 
on the 27th day of March, A. D. 1888, will 
aleo sell at private sale all the right, title, 
interest and estate of the said J. Johnston 
deceased, at the time of his death, and all 
the right, title and interest that the said 
executors and estate have, by operation of 
law or otherwise acquired otherthan or 
In addition to that of the said John John.- 
ston at the time of his death, in and toall 
those certain lots, parcels and subdivis- 
ions of land situate on the Truckee Mead- 
ows, near Giendale, in the county of 
Washoe and Sate of Nevada,and partic 
ularly known and described asthe Nerth- 
east Quarter NR ) of the Northwest 
uarter (N W 4), and fractional let« one 
(and two (2) of the Northwest Quarter 
(NW 44) allin Section Fifteen (15), and the 
East half of the Southwest Quarter (E 
of SW \%) of Section Ten (10), and all the 
land conveyed by C. C. Gates to J. J. 
Woodworth tying east of a certain divis- 
ton fence, all of said lands being in Town- 
ship Nimeteen (19) North of Range Twenty 
2) Fast M. D. B. M. and containing one 
undred and seventy-six and seventy- 
three one-hundredths (176 73-100) acres: 
also one share ofthe capital stock of the 
Glendale Irrigating Ditech Company, to- 
gether with the water privilege and right 
represented thereby. he sald last-men- 
tioned lands comprise what is known as 
the R. H. Kinney ranch. If said sales for 
„ny cause shall not be completed on the 
ev aforesaid they will be continued from 
day today thereafter, at same place and 


hours, 

D. B. BOYD. 

J. S. BHOEMAKER.,. 
E xeeutora, 


Assessment Notice. 


ROWWN PRINCE GOLD AND SILVER 
Mining Company; location of works, 
framid Mining District, Washoe county, 
Nevada; principal place of busines, Reno, 
Washoe county. Nevada. 

Notice is hereby given that at a meeting 
of the Board of Trustees, held on the 5th 
day of May, 1883, assessment No 01 2% 
cents per share levied on the capital stock 
of the corporation November 22d, Wu, was 
rescinded, and an assesament (N. 14) of 1 
cents per share was levied upon the capi- 
tal stock of the corporation, payable im- 
mediately in United States gold coin, to 
the Secretary. Any stock upon which this 
assessment shall remain unpaid 


June 10, 1883, 


Shall be declared delinquent, and adver- 
tised for sale at public auction, and, unless 
ayment isa made before, will be sold on 
uly 10th, I. to pay the delinquent ass- 
essment, together with costs of advertising 
and expenses of sale, 
By order of the Board of Trustees. 
R. E. QUEEN, Secretary. 
Reno, Nev., May 10th. 1883.—mll1 


Assessment Notice. 


FFICE OF THE NORTH TRUCKEE 
Drain Ditch Company, a corporation. 


( 


Principal piace of business, Reno, Neva- 
du; location of ditch, in Washoe county, 
Nevada, 

Notice is hereby given that ata meeting 
of the Trustees ot the North Truckee 
Drain Diteh Com pany, held atits office on 
the 6th day of April, ise, an assessinent 
(No. Hot two dollars and fifty cents per 
share was levied u each and every 
share of the capital stock of said compea- 
ny, payable on notice and ander direstion 
ol the Superintendent of said company, 
and twenty-five cents per share payahe 
in money, immediately, to the Secretary. 
Any stock upon which said assessment 
shall remain unoaid onthe lan day of 
May, 1883, will be advertised for sale, and, 
mer paymeut be made before, will be 
sold on 


The 12th Day of June, 1883, 


To pay said delinquent assesament, to- 
gether with costs of advertising and ex- 
penses of sale. 
By orderotthe Board. 
W. F. VANMETER, Secretary. 
Reno, Nevada, April 12th, 1s83,—td* 


Assessment Notice. 


ORTH TRUCAHE £IRRIGATING 
IN Diteh Company; principal place of 
business, Glendale, Washae county, 
Nevada; location of works, Truckee Mead- 
ows, Washoe county, Nevada. 

Notice is hereby given thut at a 28 
of the Board of Trustees, held on the: 
day of April A. D. I. an assessment of 
fifty cents was levied upon each and every 
share of the capital stock of the corpora- 
tion, payable immediately in cash to the 
secre „ at his office. Any stock upon 
which this assessment shall remain un- 
paid on the 


30th Day of May, A. D. 1883, 


WII be delinquent, and will be duly ad- 
vetised and sold, to pay the delinquent 
asessm ent, together with cost of adyer- 
tisement and expenses of sale. 
By order of the Board of Trustees.” 
0. C. ROSS, Secretary, 
Glendale, Aprii th. 188? 


To Whom it May Concern. 


WIFE, DELMIA BONEN, HAV- 


* 
MM sag lett my bed and board and the. 
without just 


y of 


, the pense: 
here that I will not res 
sible any bills contracted her 


* We'’clock on the 


‘i 
2 
if: 


F 


8 
afi 77 


Lites 


bride road |o be built in 
anee said plans and spec 
adopt by the said Board of County 
missioners, and to their satisfactior, and 
subject to approval by ssid 
completion. Such Pp 
2 — on or after Sat 

June, 1g. 


N the ht to 
bids, and in case of the 
bid the contractor whose 


— 


in 
requested t¢ indica 
their proposals upon what terms of - 
ment they will enter into a contract toe 
the work, ete, 
By order of the Board of County Com- 
missioners of Washoe bounty. 
R. &. OSBI' RN, Clerk. 


By W. I. Kox, Deputy. 
Reno, May Mh, Ic — ml oar 


Town Order Number 1. 
B° 


2d, (8&3. 
Pr PSENT—S, C. Fogna, Chairman, 
G. W. Sawyer, 
Joseph Frey, 
R. S. Osburn, Clerk 
Jno, F. Alexander, 


ARD OF COUNTY COMMISSION- 
Washoe county, Nevada, April 


Dist. Atty. 


TOWN ORDER NUMBER 8. 


Be it ordained by the Board of County 
Commissioners of Washoe county, Nev- 


ada: 
ec. 1.—That any person who shail - 
dle, carry or sell — house to oo 
within the town limits of Rene, Washoe 
county, Nevada oar fruits, berries or 
vegetables raised on ide of the State of 
Nevada, shall pay a license forse carrying 
or selling such fruit, berries or vegetables 
of $ 00 per month — said license shall be 
payable for and obtained from the Sheriff 
3 county. 
ec. 2—Any —— ſound — toy 
— or selling any fruit, — 
bles raised outside of the State of 
a, within = os limita of the 


vid- 

4d be 

„ and on coric- 

in dum not less than 

$3 W, and in default at ment of such 


fine shall be im m the county 
jail at the rate of §2 per day unti such fine 


8 paid 
R. & OSBURN, Clerk 
cae {is 6. FowUS, Chairinan, 
m 


Notice of Annual Meeting. 


2 ANNUAL MEETING OF THE 

stock holders of the Nevada and Ure- 
gon Rallread Com — , for the election of 
Uirectors to serve for the year ending June 
ith, 1884, will be held at the office of the 
company at Keno on June 4, 1883 at 2 
o’cloek p- m. Of said day. 

By order of the Board of Truatees. 

may létd GEO. A. KING, Secretary. 

[Carsen Tribune copy.] 


Notice. 


2 REGULAR ANNUAL MEETING 
A of the stockholders of the Caitfornia 
Fig Syrup Company will be held at the 
company’s office, in Reno, on Sat , 
the 9th day of June, 1883, at 10 a, m. 
m2std sOL. LEVY, Secretary. 


A. FJ. GTL. ARE 
— DEALER IN—— 
CROCERIES, HARDWARE, TIN- 


WARE, POCKET AND TA- 
BL‘ CUTLERY, WINES 
LIQUORS OF ALL 


KINDS, 

FARM PRODUCE, HAY AND 
CRA N, CHOICE SUCARS, 
BACON, HAM AND. 
LARD DIRECT 
FROM THE 

EAST. m reer 


THE PALACE 
— 
RENO“ S LEADING HOTEL 
— rr HAS— 
LICHT, SUNNY ROOMS, 
RESTAURANT ATTACHED, 


FINE BILLIARD PARLOR 
—AND 18— 
The Political Headquarters 
Polite and accommodating attendant» 
in every department. ‘The house is first- 
class thronghout, is day and night, 


and every attention wn travelers, 
PERKINS & 


“STEAMBOAT SPRINGS - 


Are Still Open and Still Hot 
— 


BATHS OF ALL DESCRIPTIONS 


Good For Sick or Well 


EVERYBODY 


e Net April os 1888 1 BONEN. 


C. F. MOELLER................. PROPRIETOR 


— 
— 


* 


* 


Reno Evening Gazette 


Pablished every evening except Sunday 
R. IL. FULTON, PROPRIETOR. 
ALLEN c. BRAGG, BUSINESS MANAGER. 


RATES OF SUBSCRIPTION: 
one year (by mail)... 
, one year (by mail). 
ivered by carrier to . — 
(Per week).— 


§ RATES OF ADVERTISING: 
9 square for one month. q ͥ $2 50 
Y, one square for one month.. . 10 
Wrne above —— include both legal and 
commercial work. 


1 OO 
200 


9 


MONDAY MAY 28, 1883 
— ________ ____ - 
EDITORIAL NOTES. 


Great Britain and Ireland have 
22,000 lawyers, which is one to 
every 3,000 people iu those coun- 
tries, while the legal luminaries of 
the United States and its posses- 
sions aggregate 65,000, or one to 
every 800 inhabitants. Nevada 
City boasts that it has one lawyer 
for every 480 of its inhabitants, but 
Reno can do better than that. We 
have 16 lawyers in town, which 
gives one to each 114 of ils popula- 
tion. 


By the laws of Denmark a 
drunken person unable to walk is 


taken to the station or his home in| 


u close carriage at the expense of 
the house that sold him his liquor 
This is an improvement on the 
American plan of clubbing the 
man ov the feet till he gets up, and 
then pounding him on the head all 
the way to the station house, and 
making him pay for the club if it 
breaks. 


Denis Kearney, in his last Sand 
Lot speech, says: It strikes me 
very forcibly about this time that 
the people, the unbought aod un- 
purchasable masses, are pretty well 
vonvinced that turning the Repub- 
licans out and putting the Demo- 
crats in did not bring them any 
relief,’’ 


Sao Francisco butchers hold that 
the best beef that comes to their 
market is raised in the Stateof Ne- 
vada, and are willing to pay a 
higher price than for any other 
eattle. Nevada is both a cattle 
raising and mining State. 

The first number of the Safford 
Express, a weekly newspaper to be 
published at Palisade, will be issued 
on Saturday next, with Lambert 
Molinelli as its edivor. 


An eastern merchant who never 
advertises was found lying dead on 
the counter of lis store recently. It 
was thought the body had laid sev- 
eral days before being discovered. 


0 3 


— — 
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An Affair France Will not Dispose 
of Ready. 
Lox box, May 28. 

A Times correspondent at Paris says 

the country is thoroughly aroused 

concerning the Tonquin trouble. It 

is felt that thé time for reflection is 

and the only course for France is 

to act vigorousiv and above all things 

swiftly. The latest news from China 

is that 60,000 troops are under arms. 

European troops have already arrived 

at the Tonquin frontier. The feeling 

throughout China is intensely hostile 
to the French. 


Oscar Wilde Drops the Esthetic 
Dodge. 
Lonpon, May B. 

Oscar Wilde seems to be played out 
as an esthetic problem. He worked 
the art dodge in America for all it was 
worth and has now abandoned it. 
He sarprised bis friends at a reception 
given by Mrs. Whistler, the artist, by 
appearing as an ordinary individual, 
dreased in a common-place suit and 
shorn of his beautiful iocks, Even 
here he is regarded as « as crazy. 
French Anarchists Display the 

Red Flas. 
Paris, May 27. 

Fifteen hundred persons joined in 
an anarchist demonstration to-day at 
the graves of Commauists at Pere La 
Chaise. The red flag was displayed 
and the crowd raised frequent cries 
of “Vive la Commune!” Several 
speeches were made. Though many 
policemen were present nobody was 


THE CORONATION. 


The Ozar Crowned Emperor of 
All the Russias. 


* 


THE GRANDEST PAGEANT OF MODERN TIMES 


An Inimense Concourse of People 
and Great Enthusiasm. 


[PRESS DISPATCHES TO THE GAZETTE.) 


Moscow, May 27. 

At 7 o’clock this morning the inaug- 
uration of the magnificent ceremonies 
attendant upon the coronation of the 
Emperor and Empress of Russia was 
announced by the ringing of hund- 
reds of bells and by the thunder of ar- 
tillery. Even at that early hour the 
streets were thronged with people, 
visitors from abroad and from other 
parts of the Empire crowding the resi- 
dents, and all striving to find eligible 
places from which to view the pro- 
cession. During the entire night 
there was unusual activity on the 
streets, for not only were people there 
whose anxiety concerning interest in 
the coronation kept them awake, but 
strong guards of soldiers patrolled all 
parts of the city, giving the streets a 
very martial appearance. Great 
bodies: of soldiers shortiy before 6 
were stationed along the route of the 
procession four miles in length and 
occupied the streets on either side, 
keeping the people on the walks. All 
unreserved spaces in the streets weie 
speedily filled by eager sight-seers, 
while the windows, doorways and 
housetops were let out at fabulous 
prices to visitors. The dignitaries of 
the realm who were to take part in the 
actual ceremony assembled according 
to @ prearranged programme at the 
cathedral of the Holy Assumption 
within the walls of the Kremlin. 

These functionaries entered the mag- 
nificent building at just 7:30a.m. At 
about 8 there followed in order Princes 
of foreign governments, the nobility ot 
Russia and other States of Europe, and 
special and regular ambassadors of 
foreign countries residing in Russia. 
The utmost care was exercised to pre- 
vent the admission of any unauthor- 
ized or improper person, except as he 
appeared at the entrance, being made 
to exhibit a carefully-prepared tieket, 
which was subjected to the closest 
seruuny. This form was observed at 
the Kremlin and the Cathedral. At 


the request of General Von Schweinitz, 


ambassador from Germany, 80 mem- 
bers, comprising the diplomatic corps, 
assembled at his mansion and were 
conveyed thence to the Kremlin in 
superbly equipped coaches richly 
gilded as to their harness and coats-of- 
arms. The remainder of the diplo- 
matic body, consisting of attaches of 
the various legations, were assigned 
positions in the Tribune just outside 
the Cathedral proper, but inside the 
enclosure of the Kremlin. When the 
white walls of that wondrous place 
inclosed all of the crowd that could be 
admitted, a choir of boys chanted a 
Te Deum and, amidst profound silence 
both outside and in the church, they, 
accompanied by acolytes bearing a 
cross and a ewer of holy water, pro- 
ceeded to receive the Czarowitoh. 
This scion of royalty, who was in the 
midst ef a brilliant cortege, took a 
place at the right band of the throne. 
When the imperial proscession started 
it was made known to those inside the 
cathedral by the ringing of bells, by 
music from scores of bands and by 
the shouts of those outside. 

As the royal pair appeared at the 
doors of the palace the immense mul- 
titude uncovered their heads and 
burst into loud acclamations. The 
enthusiasm was spontaneous and 
hearty. At the head of the royal pro- 
cession which now entered the Krem- 
lin was the master of ceremonies, 
flanked by heralds richly clad and 
mounted on pure white horses. It 
was of immense length and comprised 
of deputies from Asiatic States of the 
Empire, students of the university, 
clergy, Judges, nobility and prefects 
from every section of the Empire. 
W hen its front rank reached the door 
of the palace it was met by the Em- 
peror dressed in the white uniform of 
a colonel of the Imperial guard. The 
Empress was dressed ina costume of 
black velvet richly embroidered with 
diamonds and girdled with a magnifi- 
cent belt of precious stones. She 
leaned on the arm of her royal con- 
sort, as the pair placed themselves 
beneath a canopy richly wrought in 
2 and gold and borne by 32 gener- 

of high military rank. They 
— took their place near 
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as 


vard and Kieffe, who them 


a cross to be kissed and sprin 


then the Empress. Before the sacred 
images which flanked the doors of the 
cathedral they knelt and bowed, after 
which they were conducted to their 
respective thrones of ivory and silver. 
Alexander occupied his throne of 
Czar Viadimer, while the Empress 
was seated in a chair, gilded all over. 
The dais was acanopy of scariet vel- 
vel, suspended from the arched roof, 
embroidered with gold and lined with 
silver brocade, which was worked 
with the arms of Russia gad all her 
dependencies in the most ingenious 
manner. In front of the thrones were 
two tables covered with gold cloth, 
upon which were placed the crowns, 
orb and scepter. None but foreign 
princes were accommodated with 
seats. Russian princes and dignita- 
ries stood during the eeremony, ac- 
cording to the custom of the Greek 
Church. The dignftaries of the realm, 
who were carrying the standard and 
seals of the Empire, took a stand upon 
the steps of the dais. 

After their majesties had bean seated 
the Metropolitan oi Novogorod asked 
the Emperor in a loud and distinct 
voice, “Are you a true believer?’ 
The Emperor, falling on his knees, 
read in reply, in a clear voice, the 
Lord's Prayer and the Apostles’ areed 
of the Greek Church, the Metropolitan 
responding. May the grace of the 
Holy Ghost remain with thbee,“ and 
descended from the dais. The follow- 
ing customary summons was then 
three times repeated by the Bishop: 

“If there be any of you bere present 
knowing any impediment for which 
Alexander, son of Alexander, should 
not be crowned by the graee of God 
Emperor and autocrat of all the 
Russias, of Moscow, of Keiffe, of 
Viadimir, of Novogorod; Czar of Ka- 
zan, of Astrachan, of Poland, of Ser- 
via, of Kherson, Toureda, of Grousi, 
Gossudar, of Pskoff; Grand Duke of 
Smolensk, of Lithuania, of Valzzuia, 


Esthonia, of Livonia, of Courland, of 
Jamoyedes, of Bielostack, of Corelia, 
of Foer, of Ingor, of Perm, of Miatka, 
of Bulgaria, and of other countries; 
Master and Grand Duke of the lower 
countries in Novogorod, of Tcher- 
nigoff, of Riazan, of Polotsk,of Ros- 
toff, of Jarosloff, of Bielosersk, of 
Oudosk, of Obdorsk, of Kondtsk, of 
Vitelsk, of Matilafi, and of all the 
countries of the north; Master Ab- 
solute of Wersk, of Kastalnisk, of 
Kabardinsk and of the territory of 
Armenia; Sovereign of the mountain 
Princes of Tcheriask; Master of Tur- 
kestan, heir presumptive of Norway, 
Duke of Sleswick-Holstein, of Stor- 


—let him come forward in the name 
of the Holy Trinity and show what 
the impediment is, or let him remain 
dumb fvurev er.“ 


After reading selections from the 
Gospel the Metropolitans of Novo- 
gorod and Keiffe again ascended the 
dais ard invested the Emperor with 
the imperial mantle of ermfine, the 
Metropolitans of Moscow saying at 
the same time, Cover and protect 
thy people as this robe pretects and 
covers thee.’’ The Emperor responded, 
“T will, I will, I will—God helping.“ 
The Metropolitan of Novogorod, 
crossing his hands on the head of the 
Emperor, invoked the benediction of 
Almighty God upon him and his 
reign, and delivered to Alexander 
Third the crédwn of Russia who placed 
itupon hisown head, and assuming 
the scepter and orb, took his seat on 
the throne. He then returned the 
insigma of his title to the dignitaries 
appointed tp receive them, and called 
the Empress, who knelt before him. 
He touched her head lightly with the 
crown of the Emperer and then form- 
ally crowned ber with her own crown. 
The expression and attitude of the 
Empress as she knelt was one of sym- 
pathy with ber royal husband, and 
touched deeply the audiepom The 
Czar preserved throughout a grave 
and decorous dignity and nobleness 
of demeanor which also provoked the 
admiration of all. 

After the Emperor had been duly 
invested with the Imperial mantle and 
their majestios were both seated on 
their thrones, the Arch-deacon intoned 
the Imperial titles. Directty this part 
ef the ceremony was finished a salute 
‘of 1001 guns was fired and the mem- 
bers of the imperial family tendered 
their congratulations to their majesties. 
The Emperor then knelt and recited a 
prayer, at the end of whieh the clergy 
and all knelt before the Emperor, when 
the Bishop of Moscow said aloud, in 
behalf of the nation, a fervent prayer 
for the happiness of their majesties. 
Shouts of Long live the Emperor!“ 
then rent the cathedral and were taken 
up by thousands outside and carried 
from mouth to mouth until that part 
of the multitude unable to get inside 
even the ample acreage of the Krem- 
lin, caught the sound and waved it fn 
a huge volume of human gratiiu de to 
the remotest part of the city, when 
it was speedily made known to all the 
world that another Czar of Russia had 
been crowned. 

‘The cathedral choir then sang a 
‘te deum, after which the Emperor 
ungirded his sword, and. aooοmpanrͤ. 


vy the Empress and numerous dni- 


of Podolia and of Finland; Prince of | 


mane, of Dithmarz, and of Oldenburg‘ 


‘taries, proceeded to the gate of the 
with sanctuary, and there the Metropolitan 
holy water, first the Emperor and | ot Novogorod annointed the Emperor’s 


rorehead, eyelids, nosprils, lips, ears, 
breast aod hands, at the same time 
 exelaiming, “Behold the seal of the 
Holy Ghost! May it keep thee ever 
holy.“ The Empress was annointed 
only on the forehead. Both partook 
of the sacrament and then left the 
cathedral, wearing their crowns and 
manties, the Emperor also bearing 
the scepter and orb. After praying 
in the cathedral of Michael the Arch- 
angel, their majesties returned to the 
palace, escorted by the procession, 
which presented even a more splendid 
sight than that which escorted them 
to the cathedral, being now augmented 
by the state carriages of the Imperial 
family. Banners waved from all 
points of the Kremlin, and the whole 
route of the procession fairly glowed 
with bright draperies and hangings. 
The Emperor re-entered the Palace 
by the celebrated red stair-case, whence 
the laws were auciently promulgated. 


| There he turned and saluted the peo- 


ple, who immediately uncovered their 
heada, cheering enthusiastically and 
blessing the Czar. An imperial ban- 
quet began at 3:30 Pp. Mu. in e hall 
called Granovitair Palace. This hall 
was especially restored for the occa- 
sion and was splendidly decorated 
with cloth of gold. The Emperor and 
Empress, wearing their crowns, sat at 
separate tables on thrones of unequal 
height. Their majesties were served 
by distinguished nobles acting as cup- 
bearers, carvers, ete. 

The first toast was “His Majesty, 
the Emperor,“ which was followed by 
a salute of 61 guns; mext was “Her 
Majesty, the Empress,“ followed by 
51 guns. The third was “The Im- 
perial household, followed by 31 
guus, and the tourth was “The clergy 
and all faithful subjects,“ followed by 
guns. Foreign princes and diplo- 
mats present stood during the first 
course, and afterwards, in accordance 
with an ancient custom, withdrew to 
a separate repast. The weather was 
fine throughout the day, and every- 
thing passed off successfully. Silver 
tokens, in memory of the day, were 
distributed in % Moscow churches 
to-night. The Czar’s manifesto was 
issued last evening, and is a docu- 
ment of very considerable length. 
Crowds besieged the printing office to 
obtain copies, the perusal of which 
caused great rejoicing. The Czar has 
addressed the following rescript to 
De Giers, Minister of Foreign Affairs: 

“The great power and glorv ac- 
quired by Russia, thanks to a Divine 
Providence, the extent of her Empire 
and numerous population, leave no 
room for any idea of further conquests. 
My solicitude is exclusively devoted 
to the peaceable development of the 
country and its prosperity, to pre- 
serve iriendly relations with foreign 
powers on the basis of existing treaties, 
and the maintenance of the dignity of 
the Empire. Having found in you a 
constant, zealous and useful colaborer 
for the promotion of these views in the 
direction of our international relations, 
I confer upon you my Order of St. Al- 
exander Newskiin diamonds as a tes- 
timony of my gratitude.“ 

Before their majesties left the palace 
the route to the cathedral was 
sprinkled with holy water. A heavy 
rain fell before their Majesties started, 
but just as they took their places 
under the canopy the sun shoe 
brightly. In the cathedral it was 
noted that when the Czar knelt 
alone to utter a prayer of intercession 
his eyes filled with tears and he sob- 
bed audibly. As he read, in making 
a profession of faith, the Czar’s voice 
was grandly resonant. The Metro- 
politau ot Novogorod almost broke 
down in delivering his allocution, 

Mounted Cossacks patrolled every 
street, troops lining the route of the 
procession, which remained bare- 
headed the whole morning. Persons 
unable to obtain admission to the 
Kremlin remained outside on ther 
knees close to the walls during the 
most part of the day, praying for the 
Czar. A correspondent who has wit- 
nessed the greatest pageants of the 
last 35 years says the spectacle cul min- 
ating in the advent of their majesties 
crowned and robed was the most im- 
posing and splendid he ever beheld. 

The cost of the coronation is esti- 
mated at £200,000, which will be cov- 
ered by the iseue of treasury bills. 

Only 13 newspaper correspondents 
were allowed inside the cathedral dur- 
ing the ceremony—six Russian, seven 


foreign, the latter including one Eng- 
lish and one American correspondent. 
An academy professor and 12 Rus- 
Sian artists have been og ey to 
make a complete album of the events 
of the coronation. 
Kremlin Square was so densely 
packed that it would have been im- 
ible for any miscreant to have ex- 
cated his arms should he have in- 
tended to use them against the Czar. 
The Czar’s crown descended from 
the Emperor Paul and is valued at 
200,000 roubles. 


, ble under the windows of the 
cheering heartily Sor the Cras, 


Kremlin 
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[PRESS DISPATCHES TO THE GAZETTE.) 
Ne News Wet Received from Gen- 
eral Crook. 

WASHINGTON, May 28. 

The War Department has not yet 
received any information from Crook. 
Adjutant-General Drum, however, has 
received the following dispatch, dated 
Fort Bliss, near El Paso, May 26: 
Nothing authentic yet heard in re- 
gard to General Crook. I have daily 
communication with the Mexican com- 
mander at Paso del Norte, who assurds 
me I shall be promptly informed of 
any news received from miltary head- 
quarters at Chihuahua. The com- 
manding General of the Mexican forces 
of Chihuahua has always given me 
like assurances.”’ 

No information of Crook’s move- 
ments was received at the War De- 
partment to-day. General Drum is dis- 
posed to credit the report that Crook 
engaged the Apaches and defeated 
them. He thinks the stories to the 
effect that his Indian scouts turned 
upon and magsacred Crook and his 
command wholly sensational and im- 
probable. 


A Report That the Jersey Lily 
and Mer Freddy are te be 
Married. 


WASHINGTON, May 2. 
The Sunday Herald says: The Jer- 
sey Lily istobe married to Fredrick 
Gebhardt ia the coming Autumn, by 
which time she will be free from the 
bond of matrimony and at liberty to 
do as she will. A separation will be 
obtained under the law of New York, 
which grants divorces for abandon- 
ment or desertion for two years. The 
fair Lily will plead the fact that 
Langtry has abandoned her and has 
done nothing towards her support for 
the period mentioned. There is quite 
a difference between Mrs. Langtry 
and Gebhardt in the matter of age, 
she being about 32 and he 24. Mrs, 
Langtry made about $50,000, which 
she now has, above her expenses, and 
Gebhardt’s fortune is rated at $40,000 
a year. 
A Band ef Amazons Defeat 
Crowd of Men. 
Str. Louis, May 28. 


women, wives and daughters of the 
strikers, marching two abreast and 
armed with stout clubs, appeared on 
the scene, and after some altercation 
they compelled the men to desist, and 
work was not started. A sheriff's 
posse was driven back by the women, 
and the latter are now in possession of 
the mine. 


A Fiendish Attempt te Roast a 
Whele Family. 
Sr. Louis, May . 

A fiendish plot to destroy a Whole 
family is reported from the town of 
Nelson, IIIinois. On Friday night 
ropes were tied to all the door-knobs 
of the house ofa man named Boyd, 
and then made fast to trees in the 
yard. Coal oil was poured on and 
aronnd the foundation of the house 
and fired. Boyd was awakened by 
the noise ofthe flames, and luckily 
was able to burst open the doors, and 
with his wife and children rushed 
through the flames without harm, 
but the escape from a terrible death 
was a very narrow one. It is not 
known by whom, or for what reason, 
the devilish deed was committed. 


A Woman Perforates Her Husband 
With a Red-Het Bayonet. 
PITTSBURG, May 28. 

Thomas Welsh was fatally stabbed 
with a red-hot bayonet to-day by his 
wife. Welsh, who had been drinking, 
struck his wife, when she grabbed up 
the bayonet, which was used asa 
poker, and stabbed him in the left 
breast, the bayonet passing through 
the left lung and coming out at 
the back. The injured man is still 
alive, but physicians have no hopes 
of his recovery. 


An lowe Legisiater AMlicted with 
Jim-Jama. 
CHurIcaGco, May 28. 

Ata late hour Friday night a po- 
liceman discovered a man wandering 
among the railroad tracks. The man 
was evidently out of his mind, saying 
he was being pursued by the head- 
lights of locomotives and that his en- 
emies were trying to get him run over. 
He was taken in charge, and it has © 
turned out that he is State Senator 
Thomas Fisk of Marshal county, Iowa. 


Irish and Italians ou the War- 
Path 
NRW Yor«, May . 
A pitched battle took place to-day 
between Italians and Irish in Cherry 
street. Maria Morena was probably 
fatally injured and Doony Harris and 
many other combatants slightly. 
Sticks, stones, stilettos and revolvers 
were freely used. 
A Man Kills the Husband of His 
Diverced Wife. 
STEUBENVILLE, O., May 28. 
Two years ago Alexander Mygatt, 
wife and eight children came from 
England, settling in Mansfield, Penn. 
The wife left him on account of abuse, 


and went to Steubenville with John 


Information from the mining dis- 
tricts of St. Clair county, III., is that 
work was to be resumed to-day at the | 
|} Rosehill mine, near West Belleville, | 
but when the men were about to com 
mence at 5 o’clock a band of 150 


Bird. She had three daughters and 
one son with her, Mygatt keeping the 
four elder hildren. She married Bird 
and lived with him. This morning 
the father and son arrived and asked 
to see the wife and _ children. 
Bird assented, provided he would 
raise no disturbance. He was calm 
fora time, when he became abusive 
and demanded that the woman go 
back with him. She refused, and 
Bird took her part. The men went 
into the yard in the rear of the house, 
when Mygatt suddenly drew a revol- 
ver and shot Bird in the back of the 
head and instantly killed him. Re- 
turning to the house he struck the 
woman and she fled. Her cries sum- 
moned help and Mygatt was arrested. 


The Ironworkers’ Threatened 
Strike--Many Mills te be Closed 
Prrrenund, May B. 
The situation of affairs between the 
iron manufacturers and workmen is 
without marked change, and it is 
generally believed that a prolonged 
suspension is inevitable. On Thurs- 
day next work will be stopped in all 
mills which up to that time have not 
signed the new @cale. That the steel 
mills will continue in operation is 
generally understood, and it is con- 
ceeded, also, that a few iron mills will 
sign the scale. With these exceptions, 
however, the prospects are that the 
iron milis of this region and the west 
will shut down on Friday next, to con- 
tinue closed for an indefinite period. 


One of the Star-Kouters Preparing 
For the W erst. 
INDEPENDENCE, Mo., May 28. 

A gentleman named Sawyer has ar- 
rived from Washington to take charge 
of all the property of H. M. Vale of 
star route notoriety. The property 
consists of a bandsome residence that 


cost $50,000, a large number of blooded 
stock and extensive wine-cellars. 
Whether Sawyer is acting as agent or | 
as owner is not known, but the gen- | 
eral opinion is that Vale is preparing | 
for the worst. | 


Another Shipload o of Mormons * 
tak. 

New YorK, May 28. | 

Some 413 Mormons arrived here | 

from Europe yesterday and started 

west this morning. The party was 

made up principally of families, and 

parents and children, as a rule, al] 


looked healthy. Very nearly all of 


them were comfortably clad and many 
children showed bright and intelli- 
gent faces. 


TELEG RAPHIC BREVITIES. 


—The treaty between 
Peru has been ratified. 


— — — .- 


Chile and 


—It is reported that John Bright will 
marry a sister of his deceased wife. 

The Land Leagues of Chicago have | 
united into one branch of the National 
League. 

—The first battle between French 
and Chinese troops proved disastrous 
to the former. 

—The shoemakers’ strike in Cincin- 
nati is ended. Most of the strikers 
returned to work this morning. 


—A Kentucky Sheriff led a mobid 


againsta jailof an adjoining county 
and was repulsed by the guards. The 
Sheriff was wounded and a wealthy 
farmer killed. The intention was to 
hang a gang of outlaws confined in the 
jail. 


POWDER 


Absolutely Pure. 


This Powder never varies. A marvel o 


and wholesomness. More 
econotnical than the ordinary kinds, and 
nnot be sold in competition with the 
multitude of low test, short weight, alum 
or phosphate powders. Sold only in cans 
Roval, BAKING PewDER COMPANY, 
oct4 ta wly Wall 


purity, stren 


atreet. New York 


The Carpenter’s Steel Square 
and its uses, new and enlarged e 
edition. Price of book, #1; 
with the California Architect 
and Building News; 1 year, 
sent to any address, for $2 50. 
Address Geo H. Wolte, 240 


Montgomery street, San Fran- 


apr4-ly 


THOMAS PRICE 


cisco. 


Chemical Laboratory, Assay 


524 SACRAMENTO, STREET, SAN Ff LANCISCO 


| er 


sarTerms sent on splication, W 


— 


NEW TO-DAY. 


Saddle Horses. 


The undersigned will be at 


L. W.LEEB’S STABLE, RENO, 


Until June Ist, to inspect such 


FINE SADDLE HORSES 


As may be offered there. 


THEY MUST BE: 
GELDINGS, 


OF 
SOLID COLORS 


5 teS Years Old, 


15to16 hands 
YOUNG, 


Sie an dam Perfectly 
Sound in every respect 


AND 


FREE FROM BLEMISH 


For such horses as are accepted 


A FAIR CASH PRICE 


Win be paid. 


L. A. CHAMBERLIN. 


— PUTNAM CART 
Pateated Sept. léth, 1380 


MONG THE MANY PACIFIC 
Coast inventions none have received 
so much attentron or become so popular 
in so short a time as the cart recently lu 
vented and patented dy D. C. Putnam of 
Petaluma, Cal., U. S. A. Although it was 
originally designed and made for a break - 
ing cart, it almost immediately found 
favor as a general business vehicle for al! 
purposes — a light rig was wanted fur 
driving, ete. 22 purposes and for 
children 2 — 4 at a distance 
physicians, commercial travelers, mail 
oe oversseers — 1 — ,su ar plan- 
tatio snes 1 — very at ‘bles, etc 
and indeed almost any and all pur- 
— wes where cheapuess, convenience aud 
urability are concerned, this vehicle can- 
not be surpassed. t in light, weiching 
only 20 pounds; ‘it is easy on the horse, 
and with the very easy- 
— taking tbe phe of the and 
ae le horse, while the price is so low as 
1 it within the reach of all, made 
either . le or shafts, or both. MK. 
PUTNAM, the patentee, is in Reno, and 
will — Ny one week for the purpose of 
introducing the cart. He is having «six 
sample carts finished up at theshop of J. 
L. McFarlin, hs the carts ill for 
sale during t week. Also COUNTY 
RIGHTS and SHOP RIGHTS for sale. Ad- 
reas. D. W CC. PUTNAM. 
m2wl Reno, Nev. 


NOTICE TO CITIZENS. 


I hereby notify all persons 


not to use any water for ir- 


rigating purposes from our 


President — Water Co. 


DECORATION DAY, 


WEDNES DAT... ee MAY , 1888 


MARSHAL’S PROCLAMATION: 


HE 7 OF DECOR TIN 
phe paces of the Nation’s Honored 
Dead will be observed by the citizens of 
Washoe county ety at „on the 


A 
vitation to le is extended to 
military and secret benevolent organiza- 
tions, teachers ana children of the public 
and private schools in the county. 


Line of March and Order of 
Exercises: 


The procession will form at 10:30 o’clock 
a. m., on Virginia street, right resting on 
recond street. The procession will move 

22 at II o’clock a. m., ve 
iow'!ng line of march: 
bee second to Centre, through Centre 
to Commercial Row, up Commereial Ro 
to Sierra, th Sierra to the Cemetery, 
ecorate 
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The river is booming. 

Ice cream every day at the read 
ing rooms. 

Read the Reno Guard notiee in 
another eolumn. 

G. W. Wilson is furnishing ice for 
50 cents per week. 

owners are bow worrying 
about tags for their pets. 

This weather brings out perspi- 
zation and linen dusters. 

The Coombs murder case will 
come up for the second trial June 11. 

The Janauschek Company were 

ngers for San Francisco last 
night. 

Strawberries are now so cheap 
that everybody can afford to eat 
them. 

Phe alfalfa crop of Washoe 
county promises to be unusually 
large. 


Teaming to Modoc, Plumas and 
Cal., is particularly 
brisk. 


A car-load of fat beeves went 
overto Truckee this morning for 
Joe u. 

D. W. C. Putnam, the Petaluma 
Cal., cart man, is in town. Re 
his ad. and buy a cart. 

J. F. Aitkin calls attention in the 
50 cent column. Ice deliveged to 
families for 50 cents per week. 

It is said that a married couple 
in Reno quarrel. If it occurs again 
the GAZETTE will publish names. 

Fraser, the foundryman, has sent 
one of the Kink@ad quartz-grinder- 
to the Genessee mine, Plumas 
county. 

The west-bound freight train this 
morning was one of the longest that 
has passed through Reno for 
months. 

The Reno youth now affects the 
dude style—tight-fitting trousers, 
toothpick shoes and variegated 
necktie. 

The Good Templars’ 
Steamboat on the 9th will 
attended. Swimming bath 
Tickets $1. 

Nasby has received the agency for 
the celebrated Climax watches. 
Calland see them. Thermometer 
at 7, 9, 11, 1 and 3—69, 77, 77, 82, 81. 

A large quantity of potatoes are 
kept over — Washoe's last crop, 
notwithstanding so many car-loads 
have been shipped to Sacramento 
and elsewhere. 

Pollard will hereafter keep his 
market open on Sunday morvings 
until 10 o’clock, for the reason that 
the weather is becoming so warm 
that meat will not keep long. 

It is wrong to laugh at the 
crooked legs of the young man in 
tight trousers, but it is perfectly 
proper to laugh at the tight trousers 
upon the man with crooked legs. 

The Northern Belle mining suit 
will come up in the U. S. Circuit 
Gurt June 6th. It will be tried be- 
fore Judge Field of the U. 8. Su- 

reme Court and Judge Sawyer at 
— 


7 


icnic at 
largely 
ree. 


Travel southward is very lively. 
The country that has been opened 
up by the Carson and Colorado road 
is attracting —— attention of all 
classes — mechanics, farmers and 

rospectors are looking for open- 
ngs. 

Every Monday during the Sum- 
mer the noon train has 40 minutes 
allowed for stopping at Steamboat 
Sprin so that the conductor and 
all h may enjoy a bath. This 
is a great accommodation, and the 
railroad employes appreciate it. 

The nails protruding from the 
plank sidewaiks are a great nuis- 
ance to pedestrians, particularly 
ladies, who frequently tear their 
dainty little boots. Then they say, 
“Ob, my!’ When a man stubs his 
toe nst one of these spikes he 
rips out a string oaths like a pirate 


of the Spanish Main. 
PERSONALS. 


F. F. West of Loyalton is in town. 
L. L. Crockett was in town yes- 


terday. 
ral E. S. Davis left 


Gene 
night for California. 
G. N. Folsom, Carson, spent the 
day in Reno yesterday. 
W. E. F. Deal came in from 
Winnemucca last night. 
W. B. King, a Lake City granger, 
ae in with a freight-team yester- 
y. 
J. C. Dawson_of Lake City and 
J. M. Bordwell of Cedarville are at 


the Palace. ; 

John H. Roach of Oakland and 
R. W. Raymond of Brooklyn, N. 
Y., are registered at the Depot. 


B. Hill, late of the Carson 
Indez, but now a drummer 
for a San Francisco house, is on a 
business visit to Reno. 


U.S Mineralogist at Washington, 
. a ashington, 
came in from the east last — t 
aud left this morning to examine 
the Northern Belle mine at Cande- 


laria. 

Lieutenant-Governor, Adjutant- 
2 and 250 yg Chas. 
convalescent. His med 


last 


as 
attend- 


FAIR WARNING. 
Notice te Careless Hunters, Pros- 
pectors and Others. 

N. C. MeFarland, Commisstoner 
of the General Land Office, has is- 
sued the following, which hunting 
parties and others who build fires 
in the woods will do well to heed: 
The attention of the public is called 
to the fact that large quantities of 
the public timber is annually de- 
stroyed by forest fires which, in 
many cases, originate through the 
carelessness of hunting, prospect- 
ing and other camping parties; 
while in some instances they occur 
through design. I take this method 
of warning all persons that hereaf- 
ter the cause and origin of all forest 
fires will be closely investigated, 
and where the fire is ascertained to 
have originated through either care- 
lessness or design, the parties im- 
plicated will be prosecuted to the 
full extent of the law. Special 
timber agents are hereby directed 
to proceed inst all defendegs un- 
der the local laws of the State or 
Territory, relating to the unlawful 
setting out of fires, in which the 
same may occur. The public gen- 
erally are requested to aid the 
officers of the tiovernment in its 
efforts to check the evil referred to 

nd in the punishment of all 
offenders. 


— — — — 


TRUCKEE ITEMS. 


seraps of Interest From a Lively 
Camp. 

The following items are clipped 
from the Republican of May 26: 

For the past 10 days Elle Ellen 
has been confined to his room from 
the effects of a fall. 

An ayerage of 200 pounds of trout 
are brought from Lake Tahoe daily 
and shipped below. 


A valuable horse belonging to 
Jos. Marzen dropped dead on the 
plaze the first of this week. 


Already the woed coatractors are 
beginning to stack their wood up 
alongside the track below town. 


The contractors on the Boca log 
drive have now only about two 
miles to drive to put them in the 


pond, 

Trout are making their aunual 
pilgrimage up the river. Thus far 
we vave beard of none being caught 
above Verdi. 

Hop — for the past two 
years telegraph operator at Prosper 
Creek, is now stationed at Mill 
City, Nevada. 

During the past month an aver- 
age of one car-load of ice a day has 
been shipped from Prosser Creek 
by the Summit Ice Company. 
Nearly all of it wept to Arizona, 
New Mexico and Texas. 

J. Hoehn & Company will put iu 
about 4,000 cords of railroad wood 
ut Prosser Creek station this sea- 
son. ‘They now have the most of it 
cut, and will commence hauling 
and fluming the first of next week. 

John F. Moody will start a daily 
stage line to the Hot Springs 
Hotel, Lake Tahoe, as soon as the 
road cau be put in passable condi- 
tion. The snow has entirely disap- 
peared from the south side of the 
hill, t for about 400 yards ou this 
side of the summit it is still about 
two feet deep. 


Thursday last one of Billy Ir- 
win’s teams made the best time to 
Tatioe City and back on record. 
Notwithstanding the bad condi- 
tion of the roads the trip was made 
to the lake and back in three hours 
aud 15 minutes. This includes 
stoppages, which would reduce the 
wtual traveling time to less than 
three bours. Ihe distance to the 
lake and back is about 26 miles. 


The Bonefits of Advertising. 

The Nevada Transcript says that 
Grass Valley contains more dead 
merchants to the square foot than 
any town on the North American 
continent, and refers tothe columns 
of the Tidings and Union to dem- 
onstrate its statement. A few 
years ago Grass Valley was one of 
the most 1 towns in Cali- 
fornia. It got so prosperous that 
the merchants got an idea that 
they could make money without 
advertising. When the local 

pers began to run down, the gen- 
eral idea got abroad that the town 
was on the decline. San Francisco 
merchants began to draw the credit 
strings tighter, and capital avoided 
it. Ihe town soon got a bad name, 
and now the me nts are reaping 
the fruits of their parsimony. 


A Geed Thing all Around. 

Mr. Evans’ plan of stopping the 
use of Water for irrigation is al- 
ready proving beneficial. Nature 
never showers vegetation when the 
sun is shining, but it drawsa veil 
of clouds across the face of the blaz- 
ing sun to the tender plants 
and leaves from its scorching rays. 
Then it sendsa warm rain down 
upon the just and unjust. Along 
the coast it sends a soaking dew or 
fog, but if it does the sun is sure to 
be hidden, otherwise it would be 
only half a blessing. To pour water 
on grass while the sun is shining is 
co to natvre, and can do but 
little, if, any goo. 

Batcher’s Blood. 

A Truckee man hired another to 
“mop the sidewalk’”’ with an ene- 
my that he himself could not tackle. 
The rougty “fixed himself“ by going 
to a buteher — his 


, 


— — 


Flas He — 


No. II, is now as follows: 


„ 


WELL TO KNOW. 


How to Test the Health of an 
Animal. 

The pulse in horses at rest beats 
40 times, and in an ox from 50 te 55 
times, and in sheep and pigs about 
60 to 80 beats per minute. It may 
be felt wherever a large artery 
crosses a bone; for instance—it is 
generally examined in the horse on 
the cord which crosses over the bone 
of the lewer jaw in ‘front of its 
curved position, or on the bon 
ridge above the eye. Andin cattle 
over the middle of the rib; and in 
sheep by placing the hand on the 
left side where the beating of the 
heart may be felt. Any material 
variation of the pulse from the 
figures given above may be consid- 
ered a sign of disease. id 
hard and full it is an indication of 
high fever or inflausmation; if 
rapid, small and weak, low fever, 
loss of blood or weakness. If slow 
the probabilities point to brain dis- 
ease, and if irregular to heart 
troubles. This is one of the prin- 
cipal and sure tests of the health of 
animals. 

BUSY AT WORK, 
The Commencement of a Lively 
Lumber Seasen at Truckee. — 

Elle Ellen’s Truckee saw-mill 
has been running steadily for the 
past three weeks. He has now 
abont 700,000 feet of logs in his 
pond at the mill. The ground is 
yet too soft to start his logging 


teams, and back in the timber the 
snow is still pretty deep in places, 
but Ellen thiuks he will be able to 
start his logging teams in about 
two weeks. He has contracted all | 
bis lumber to the Truckee Lumber | 
Company, says the Republigan, but | 
will probably cut consi/eratle ties 
during the season. He had con- 
tracted to furnish the railroad com- | 
pany 8,000 cords of wood, but the 
order has been cut down to between | 
5,000 and 6,000 cords. The mill! 
will not be shut down again till | 
snow flies. A. J. Graham, who in 
early days was a partner in the | 
lumber business with Ellen in El 
— county, has charge of — 
mill. 


The Largest Ranch in Texas. 
The largest ranch in Texas is that 
of C. Goodnight, located at the head 
of Red river. He began buying 
land four years ago, securing 270,- 
000 acres at 35 cents peracre. In 
the meautime the price has ad- 
vanced from $1 to $2 per acre, but 
he is still buying, and now con- 
trols 700,000 acres. To inclose his 
landed possessions 250 miles of 
fencing is required. 
a herd of 40,000 cattle. 


-_---- 


Agricultural Association Directors 

The Board of Directors of Plumas, 
Lassen, Sierra and Modoc County 
Agricultural Assoc.ation, District 
E V. 

neer, C. H. Lawrence, John 
Beth, W. D. Eleteher, A. J. 
Ford, John Hardgrave, D. R. Cate 
and D. D. Newman. Sierra and 
Lassen have one each, Plumas has 
six, and five of the six are residents 
of Indian Valley. 


— 


— — 
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The digestive organs weakened and 
worn out by using cathartic medicines, re- 
stored by using Brown’s Iron Bitters. 2 


The Comstock Alive Again. 

Times are livening up on the 
Comstock. Some of the old-time 
activity is again visible. Many 
men have been put to work in the 
mines lately and the long faces of 
the merchavts and property-holders 
who couldn’t get away are becom 
ing round and smiling. 

An Opidm Den Raided. 

Saturday night officers Mershon 
and Green invaded an opium joint 
at Tar Flat and captured Polly Cun- 
niongham and a man who gave bis 
name as “Coekney.’’ They also 
seized the tools used by those who 
“hit the pipe.“ 


Soldiers, Attention. 
Officers and Members of Reno 


|) 


Guard:—You are hereby ordered to A 


be at the r armory on 
this (Monday) evening in uniform. 
By order of T. F. Laycock, — 
First Lieutenant. 
E. C. MCCLELLAN, Ordelry Serg’t.* 


Ladies, Attention. 
The ladies who expect to con- 
tribute flowers for Decoration Day 


are uested to bring them to Ar- 
mory Hall in Odd Fellows building 
to-morrow evening or Wednesday 
morning. 


Saddle Horses Wanted. 
Col. Chamberlain of the U. 8. 
army will be at Lee's stable till 


June ist, to purchase cavalry 
horses. An advertisement in an- 
other column tells what kind of 
horses are required. 


— — . — eee 


: Cavalry Herses. 
Over 100 head of horses have been 


shipped from this place by Colonel 
Chamberlain for cavalry use in 
Arizona. 


a 
S. M. JAMISON & SON, 


—wvealer In- — 


BO, STATIONERY, PAPERS 
mah ron verre NOTIONS 


FOR SALE OR TO LEASE: 


A CAIRY RANCH, 


AINING 1 acres, with house 
(barn ‘and dalry, house tuated in 


M 


Goodnight has | 


MISCELLANEOUS. 


Rheumatism, Neuralgia, Sciatica, 
Lumbago, Backache, Headache, Toothache, 

D 
AND ALL OTHER BODILY PAINS de en. 

Bold by Druggists ond Dealers everywhere. Fifty Ceate a 


A. vod co. 
tome oT SSAA * VSCELER Co... 


— — — — — — — 


FIFTY CENTS PER WEEK 


Column for Futy Cents Per Week. 


— — — a a aa 


House to Let; 
URNISHED or unfurnished; 8 rooms, 
bathroom, pantry and closets; hard- 
finished; eorner Lake and Fourth; inguire 
on premises, Al. Ly man's. my: 


Ice fur Sale. 
F. AITKEN furnisnes ice at % cent 
° pound, in any quantity; families 
and stores 3 per week; leave orders 
at E. Meyer's. 


mix f 
Cool Off, 
AM delivering ice to families at, cent 
per pound. My ice is of the purest and 
best. belivered daily at „ oors 
my f G. W. J 


Lady’»\Breastpiu Lost. 
RS. G. W. Mapes has lost a beautifu! 
breastpin with S pearis and dan! 
drops. Finder will receive liberal rewani 
by leaving it at Golden Eagle Hotel. lub 


Millinery Goods, 
HAVE opened at K. A. Allen’s former 
stand witha fine stock of goods am! 
novelties in French millinery. Particular 
attention given to orders. 
my f Mrs. M. A. FORSTER. 


For Sale, 
NE pair of matched horses; weigh over 
) 1.200 each; for general ose, draft or 
driving; fihe style; as fine a team as there 
is In the State. [mai] STEPHEN CONNER. | 


To Let. 
FP or unfurnished rooms at 
reasonable rates. For particulars in 
quire of Wm. M. Anderson, corner Fifth 
and Sierra streets, Reno. Pleasant room~ 
ina cool brick house. mont tf 


An Owner Wanted, 
EFT at my store on Commercial Row, 
4 by some person to me unknown, u 
puir of ladies sooes. The owner can get 
them by calling at my store and paying 
for this notice, ml] Jon~ Bowman, 


Lost. b 
GARNET PENDANT TO A BREAST 
pin has been lost. The finder will 
con‘er a great favor by leaving it either 
atthe Depot Hotel or ‘4azeTrs office. 
m22-lw 


Millinery Goods, 
AM carrying an elegant stock of mil. 
linery goods. The latest styler in 
spring and Summer hats and bonnets for 
young and old. Old hats newly trimmed. 
Mus. Wisst, Virginia St. 


Piane Tuving. 
P reduced from $5 to $&% George 
Wedekind, late tone regulator for 
Steinway & Sons and M Gray, San Fran- 
cisco, will be in Reno in afew days. Leave 
orders at Needham“, near bridge. Ame 


Piace Wanted, 
GOOD girl wants a place to do house- 
work, in town or country. Apply at 
Luss Office, may 16 


* 


. WILSORX., 


mayzitf 


ol' Rent. 
H on Fourth street; S hard-finish- 
ed rooms, kitchen and cellar; good 
well and water pipes; desirable location; 
terms liberal; inquire of A. Adam. Im 


Early Rose Potatoes. 
HAV lot of Early Rose potatoes for 
sale. Apply at once [m2tf] S. CONNER. 


Notice to All. 
1 ODGE is packing up to leave and he 
wants ail persons indebted to him to 
call and settle at once and all those hav- 
ing bills against him to call and get their 
money. At f 


For Sale 
NE thoroughbred Jersey bull, 4 years 
old, and one span of Norman horses, 
5 years old, tor sale cheap. Inquire of A. 
Banta, alstf 


Lot No. 16, Block .“ 
N the west side of Virginia street, op- 
posite Laycock’s paint del the 
property of V. Melatovich, will de leased 
tor a long term. Apply to C. T. Bender, 
agent. l7a6w 


J. Hall Requests 
LL parties knowing themselves in- 
debted to the late firm of Hall & 
Painter to call at his new store o@ Com- 
me Row and settle as soon as eonven- 
Caution Notice. 


lent. aldtf 
I HEREBY notify all whom it may 
concern that I will not be — 
for bills contracted on my account by any - 
one other than mye PHI BATES. 
a 


For Sale Cheap. 
see phaeton “Grins buck boards, carri- 
age finish, Will sell reasonably for 
cash, or will exchange for hay or neu 
mileh cows, 8 R. P. Chapin. 
‘ap 


Economic Soap 
EMOVES paint, tar, „te,, by 
using in the ordinary way. It is su- 
perior to all otners. Ask * for it, 
mart 


Vegetables. 
AM carrying a full stock of all kinds 
of yegetables and fruits, in season, in- 
eluding oranges, lemons, nana, peas, 


pieplant, cab „ potatoes. onions. Call. 
jazour E. C. LEADBETTER. 


Co: k-Bark Elm, 
HAVE on hand and shall continue to 
stock of cork-bar 
rates. 


have during 2 season a fine 
ked elm, at reasonable 

H. P. CHAPIN, 

mareitf 


— 2 — to Farmers. 

OU will and at Condon 4 Melntosh's 

* lumber yard, opposite hotel.a 

fine lot of fencing, flume lumber, building 

material, honey boxes, ete ; also lime, 

plasterand cement. Give them a call 
mart 


Stove Wood. 


ish — any len 
ders. WASHOE MILL & LUMBER Co., 


Wm. Henry, 
A. 


Land for Sale. 
for sale: ve 14 Improved, one mi 


8 in 
1 — ES Wu be sold on easy 
terms, A y ob premises, may l 


! 


C. BRAGG of the Reno [ has 
e 
rr 


MISCELLANEOUS. 

— — 
PIONEER 
JEWELER 

I take pleasure in calling 
the attention of the public 
generally to my large stock. 
of WATCHES, consisting of the 
following celebrated makes: 
Howard, Raymond, Wal- 
tham, Elgin and all others 
that can be recommended to 
give perfect satisfaction; al- 
so, the finest selected stock 
of JEWELRY, consisting of Sets, 
Chains, Rings, Pins. and 
everything only kept in @ 
first-class jewelry establish- 
ment, and I sell at prices that 
will surpass anyone. I am 


sole agent for the celebrated 
King’s Spectacle—an entire 


line. I also claim to have 
one of the finest and largest 
assortments of sPECs and EYE- 
GLASSES in the State, consist 
ing of Gold, Silver, Cellu- 
loid, Steel, Rubber and 
Nickel: also the Genuine 
Imported Pebbles. Calland 
see my latest novelty in the 
optical line, which is a new- 
style spectacle adapted te 
cross-eyed people. Waren- 
REPAIRING done in the best 
manner and jewelry made to 
order. I. FREDRICK, 

Jeweler, in Osburn & Shoe- 


maker's drug store. ax» 


JOHN BOWMAN 


(Suceessor of W. H. DICKENS), 


Dealer in 


CHOICE FAMILY GROCERIES 


Wines, Liquors, Crears, Tesacec». Tus. 
ware. H.npwaas, CRockeRY, GLase- 
wake, Stearn, Corrs. Tra, 
CaNNED Goopsa, FLOUR, 

Bacon. Haw. 


In fact, everything usual 
clase Grocery 


Fresh Fruits and V 
celred Daiiv. 
Country produ e of ei) kinds aken in ex 
changy fur youds. 
The highest price paid for good butter and 


kept in a first. 
core. 


tables Re- 


ranch es. 
Goods deltyvered to my part of town free of 
charge. ~~ 


Don't forget / call at my place on 


Commercial Row. turee doors ast of Oeburn 
& Shoemaker’s drug store. before making 
your purchare-. nav 


STORAGE & COMMISSION 


Ww. S&S BAILEY 
WILL STORE 


WOOL, HIDES AND PELTS 


At the slaughter house, half a 
mile eastof hend. 


MONEY ADVANCED. 
NO DANGER OF FIRE. 
Apply to A. LINDLE Nev. Balm 


A. LINDLEY & CO 


WHOLESALE AND RETAIL 


GRockERS 


HARDWARE, 
TINW ARE, 
CROCKERYY 


AGRICULTURAL 
IMPLEMENTS 


new patent in the spectacle] 


WINES AND LIQUORS OF ALL KINDS 


Sacramento and Boca Beer 
Depot, 


N the Steele and Becker building, Com- 
mercia) Kow, neno, Nevada. 


Beer Sold by the Case Kog, 
Bottie or Class. 


sandwiches Prepared with Cheese, Li- 
verger, Caviar. Sardine, etc. 


i aleo have severai 


FINE FURNISHED ROOMS TO LET 


By the day, week or month. | 


FREE LUNUB DAILY. Bees aeliverea 
tree of be J. J. BECKER, 
Miet 


prietor 
A CARD. 


— | Bo the Citizens of Reno: 


A RESIDENT 
for three Tones und, out- 
own business, have not seen a 
rof — Syne Bone y Ly here, 
In order, thereiore ex everyone 
facilities for obtaining really N 
boots and s I have sent to San Fran- 


alle workmanship and Ar 


12 ibe mots on — 


THE WHITE HOUSE. 


——— ——— — 


ITE HOUSE. 


— — —ñX — — 


THE WII 
SPRING STOCK 


IS NOW ARRIVING. 
THE LATEST STYLES 


AITD 


THE FINEST SELECTION 


oF 


MEN’S AWD BOWsB’ 


FINE § CLOTHING 


Ever Brought to the State, is Now 
Ready for Inspection at the 


WEIITES KOSS. 


CALL AND EXAMINE IT, 


ABRAMS BROTHERS, 


Proprietors, Reno, Nevada. 1 


ANNOUNCEMENT EXTRAORDINARY 
The Greatest Attraction now is the Grand Display of the 
the Finest and Best Stock of Gents.’ Fans Gp ds and 


Suitings in the win- 0 NO) dows of the cele- 


ated Merchant Tail 
on Virgina Street In ad fae 
one large r- 1 ay A Domestic Cloths; | have 
ecu e finest and bes Fur- 
e Goats t stocks of Gents.’ Fur 
finest and best 7 Aly | 

hades. White 

Uvershirts of the lates 

Hosiery of the best Forei 

wear to suit 


and the plain- 


em an. Silk : 


a 
shades. 
int Studs. Ihave finest of 


Hata of the latest nyle and material. in- areme 
cluding Straw hats for Spring and un- | jain hee + A oS = bie 
— ng np Remember this is a new and | to show goods. Orders 1 — 
—— „ — — /)| promptly attended to and ‘on 
teed to y cloths tor | guaranteed in all cases, Jacobs’ 
gents,” sults are of the best and finest! the bes 
— rr which I make up in the n- stand the — aie peek — — blie 
y grvatiy reduced rates, Suits opinion tell the rest, and don’t yo — tt 


S. JA OS. 


TEE Boss TAILOR CF NEV ADA: 


Ne ee 
—ñ ̃ĩ z— —ꝛ2— 


KNOWLES & BAINBRIDGE 


MAN UPACTUREBA AND DEALERS IN 


Pieced and Stamped Tinware, Galvanized, Japanned 
and Agate [ron Ware. 


STOVES AND RANGES. 


— 


TINNING AND PLUMBING A SPECIALTY. 


are 
prices 


— — — — * 
— — — 


Agents for Winthrop Portable Range 


BENG, NEV AUA. 


WILLIAM GOEGCEL 
LEADING JEWELER 
* WATCHMAKER * 


MISCELLANEOUS. 


MISCELLANEOUS. 


MISCELLANEOUS. 


MISCELLANEOUS. 


MISCELLANEOUS. 


NEVADA NEWSPAPER BUREAU. 


THE SAN FRANCISCO 


EXAMINER | 


BEST NEWSPAPER 


ON THE PACIFIC COAST. 


THE DAILY 

— — — — . — 
Sunda Lanne, — any 
ed (post-paid) for 


Six DOLLARS 5 PER YEAR. 


75 CENTS 


— 15 — 
pet AU STAMPS, POSTAL ORDER. 
Or Money, 


.L GET —4 MOST — 14 


and 76 cents will pay for six months 
— eee 


$| 50 for One Year. 


CLUB RATES FOR THE WEEKLY: 


QD Postmaste:s receive subscriptions. 


HOME BENEFIT 


MUTUAL LIFE ASSOCIATION 
For Business Men and Assistants, 


18 NOT A SECKET SOCIETY. 


Insurance at Cost. $1000, 83000 or 
$5000 Benefit. Membership Fee 
$8 to 812. 


HS CHEAPEST AND MOST EQUI! 
tl at — as person 54 sou) 
ea member, up to 64 years 
. a asseesement rates are grade ac 
ng to the rate of mortality at the diferent 


ages. 
TRUSTEES Or THE BENEFIT FUND. 


George T Hawley, MC Hawley & Co, 
Chas A Fish, Prest Con Va M Co 

W C Randolph, Randolph & Co 

J 8 Wall, Karnert, Wall & Co 

Harvey W Snow, fire insurance 

Ambrose Cornwall, Oakland 

John 8 ck, Sheriff of San Francisco 
WH Chickering, Vhickering & Thomas 
William H Quinn.with Huntington, H & Co 
isaac F Allan. with Bank of Cal 

Samuel Bake, Stevens, Baker & Co 
Prank C Havens, Havens 4 Co 

Henry J Booth, President. 

Andrew 8 Brownell, Seeretary 


Geo. L. Birkmaier, General Agent. 


Medical Director,’'C. N. Kllinweod, M.D 


Office: safe deposit buliding roem 
24, San Francisco: 


W. N. Knox, — Reno 


Mart'n k Ward 

ProfOrvis Ring WT Hanford 4 
ei P+ eee 
28 


cae 0. ¢ 0. F. 


Order 


17 


> 
aie 


“< 


* 
I 
Ud 

—_— 


© trey 
— ge 
3 


HUNTINGTON'S 


(y= LLATING STAMP 


No Stems, Cams, Nor Tappets, 
: AND— 
Ad? ists Itself tothe Wearfot the 


Shoes and Dies. 
—FOK— 


SIMPLICITY DURABILITY ECOMOMY 


I exceeds anything ever nnn 
ne public 


— ANU WILL DO— 


THE WORK OF FIVE STAMPS 


—Withi— ° 
ONE - FOURTH THE 
PRICE: 


I, So- lb ERmamner .....c.ccncses 
850-ib Hammer ......... .. «. 


F. A. HUNTINGTON, 


158 & 145 Fremont St, San Francisco 


ALLEN C. BRACC, 
Reno, Nev., agent for State of Nevada 
eci2u 


BE ISSUED MAR, 20, 1883 
EDWARDS’ 


Truckee Basin. 
Com prising acomplete history of the 


Of the Sierra Nevada Mountains, in- 
cluding description and ineldents 
concerning the lakes 


TAHOE, WEBBER, 
DONNER AND 


AND DIRECTORIES OF 


TRUCKEE AND BOCA 


A HISTORY OF THE 


Logging, Milling, Dairy, 
Ice and other industries 


Full description of routes, place 
interest, etc. Address 


wo. BF. BDoWARDS 
TRUCKEE, CAL fot 


OMAHA WEEKLY BEE 


SPECIAL INDUCEMENTS. 


Sinee the distribution of premi- 
ums is over and our premium list 
closed until next year, we are yet 
anxious to increase the circulation 
of the WEEKLY BEE tosuch a num- 
ber as to greatly reduce the cost of 
the p and to furnish it to our 
subscri at a mere nominal 


price. In order to do so we offer the 


same for the balance of the year, 
until January 1, 1884, for ONE 
DOLLAR. This is the lowest price 


ever asked for a western journal of 


its size, and all should avail them- 
selves of this liberal offer. 


THE BEE PUBLISHING 2. 
OMAHA, NEB. 


PICTURE CARDS 
FOR SCRAP ALBUMS: 


A collection of 100 choice cards.. Te 


3 styles choice ones, per sheet... 2 
50 styles, per | 0 


Tourists’ Guide and History of the 


SUMMER RESORTS 


THE TRUCKEE 


LUMBER Co 


DEALERS IN ALL KINDS OF 


LUMBER, 
TIM 
RAILROAD 


TIES. LATH, 
SHINGL 


Dressed Lumber, 
Rustic, 


SASH, DOORS AND BLINDS 


MOULDING, 


AND FURNITURE 
FRUIT AND PACKING 8OXES 


BRIGKELL & KRUGER 


TRUCKEE, CAL. 


1 


BRANCH YARD AT VERDI 


Where we wil! keep constantly a 
large supply of 


Slab & Cord Wood 


— AND — 


LwUMB EF 


Orders solicited. 


What the 
xreatd restora- 
tive, Hostet- 
ter’s Bitters, 
will do must 
be gath 


QO every description. 
apr 

from what it 

has done. It 


a 
nas effected 


radical cures 
in thousands 
- of cases of 


7 dyspepsia.bil- 
f= ious disorders 
177 
mental des- 
pondeney and 
On the Americdn plan. 
Costing over $3,500,000in its constractior 


intermittent 
— ver, nervous 
ions, gen 
— debility, 
constipation 
8 as sick headache 
! TER the peculair 
com plaints to which the feeble are so sub- 
ject. For sale by all druggists and dealers 
— 2 
THE BALDWIN, 
THE LEADING HOTEL. 
and furnishing; 
The Baidwia ise the mos: elegantly appoint- 
ed hotel in the world. 
Eight lives of street cars pass its doors. 
Hotel coaches and carriages in waiting at 
all st amer and hotel depots. 
Special accommodations for families and 
arge parties. 


Prices the same as at other first-class hotels 
— 50 to % per day. 


H. H. Pearson, Proprietor. 
(formerly proprivtor of the litan .) 
Brush Hardenbergh, Chiet ber 
jan2tr M. A. French, Cob 


THOMPSON & STORE. 


Camp 16, Wevada C., Cal. 
aNUFACTURERS 1 WHOLESAL. 


Ma and Retail Dealers n 


Shingies, 
Lumber. 
Square Timpe. 
Hay, 
Qrain® 
Potatoes 
Wood. 


THOMPSON a 122 K 
* 


HOTEL LANGHAM, 


Ge 4th &2 L STREET SACRAMENT 


STRICTLY FLRST_- CLASS 
—ON THE— 
BUROPFPLSalT PLAIN. 


FINE SAMPLE ROOMS. 


S. BEEMER 
Undertaker 


SS ta ae 
Sn 


8 at Neale“ . 


SK 
SAN FRANGISCO BULLETIN 


~—THE—— 


Leading Evening Newspaper We 
et the Rocky Mountains. 


T IS THE RECOGNIZED AUTTIOR!.- 
vis Commercial] and Financial Circles, 
a Best Family Journal on the Pacific 


derved dy Carriers in San Francisco ana 
the towns of the — 


by postage 


THE WEEKLY BULLETIN 


Isa mammoth twelve-page journal, and in 
oo to Its size the cheapest paper in 
ry 


Subscription Rates: 
1 WEEKLY and the FRIDAY BULLE 
ther the most complete 
* blished on the Pacific 
Coast, will be sent to any 8, PoeTaeE 
PAID, on the following terms: 


* — — and Friday Bul etin. 


Weekly Bulletin Alone, 


7 tebe sestavenéoceet Wee 2 80 
II r a 


Remittances by Dratt, Postoffice Order 
Wells, Fargo & Cu s Express, Registered Let 
ter, atour risk 


FREE SEED DISTRIBUTION. 

Each subscriber will be presente with 
several varicties of Rare avd oe TREE, 
VEGETABLE ana FLOWEK SEEDS, equal 
in value to the 2 price of the 
paper 

end for Sample, 
particulars. Address, 


8. . BULLETIN COMPANY 
SAN FRANCISCO. 


THIS GREAT 
Strengthening Remedy and 


Nerve Tonic 
Is the legitimate 
result of over BD 
years of practical 


giving jour ful 


CERTAINTY 
Nervousand 
physical debility 
seminal weak- 
ness, spermator- 
acea, rostator- 
showa,im potenc 
sxhausted vital- 
195 „ deciine and LOSS «oF 
ANHOOD, in all its complications, 
and from whatever cause produced. Ii 
enriches and purifies the blood; strength- 
ons the nerves, brain, muscles, digestion, 
reproductive organs and physical and 
mental faculties, It stops any 2 
debilitating drain oe the system, 
ven ing any ipvolnntary losses, debil tat. 
ing dreams, seminal lossez, with the 
urine * ete,, so destructive to mind and 
body. itis asureellminator for KIDNEY 
AND BLADDER COMPLAINTS, It con- 
tains no injurious ingredients. To these 
suffering from the evil effects of youth- 
ful indiscretions ov excesses, a — 
thorough and permanent CU is 
GUARANTEED Price. $2 50 per bottle, 
or five bottles for $10. Sent secure from 
observation to any address upon receipt 
of price, or C. O. D. To be — 1 of 
S. O SALFIELU 
216 Kearney street, Ran — Cal. 
Consultation strict! confidential, by 
letter or at office FRE For the con ven- 
lence of patients and n order to insure 
perfect secrecy I have adopted a private 
address, under which all packages are 


forwarded, 

TRIAL BOTTLE ene. 
Sufficient to show its merit, will sent 
to — — applying by letter, stating his 
By mpt oms and age. Communications 
strictly confidential. declidawly 


GAZETTE CLUB 


SEND TEE DOLLARS FOR 


AND THE 


Westy Cincinnati — 


AND AITHER OF THE FOLLOWING 


VENNOR’S WEATHER 
AI. MANAC FOR 1882 
ENDYMION, 
THE LIFE OF CHRIST. 
THE HORSE & HIS DISEASES, 
IVANHOE, 
SOCIAL ETIQUETTE 
AND HOME CULTURE, 
MIDDLEMARCH, 
ROBINSON CRUSOE 
ENGLISH MEN OF LETTERS, 
MIDSHIPMAN EASY 


I. K. HYMERS, 


(Successor to Hymers 4 Comstock), prop 
‘TRUCKEE 


LIVERY FEED AND: SALE STABLE 
Horses, Baggies and Saddle Horses 


TO LET AND BOARDED 


By the day, weekor month. Terms to suit 
the times, "A fine set of scales has been 
added to the stables and the stock corrals 
ut lu Orst-class condition. Hay, cattle, 
orses or hogye wanne and cer- 
tificates given. MERA. 


HEARSW 


TO LET. 
Tt 


RENO FOUNDRY 
AND MACHINO SHOP, RENO, NEV. 


8 
1 do a general foundry business, including 
every description ot 


Casting in tron and Brass, 
Forging and Machine Work. 


At lower prices than can be obtained elee- 
where. Superior Mill Cast ugs guaraateed. 


Orders Respectfully Solicited. 


Mechanical Engineering. Drawings and 
estimates furnished when required. 


ANDREW FRASER, 
Propritor 


CHARLES BECKER 
COMMERCIAL ROW SALOON 
nner BEER ON DRAUUAT 


By the glass, bottle, ~ 4 lon, Con- 
4421 — 


FIRST-CLASS LODGING HOBSE, 
Where a good bed can be had for % cents 


ovi“"f 


Unieas it had 
ger Tonic coul 


merit P»rker’s * 
sale has spread rem 1 Ay A. rue 


not be 80 po 


invalids find it — nee 


— —— 


now fully established and is prepared to 


: 


: 


PACIFIC LUMBER & WOOD CO 


Postorrics Appanes: Boca, Cat. 
Loca ron oF Mute: Cron, Can 


ALL KINDS OF 
Cemmon Lumber 
Ceiling & Flooring 
Bevel Edge and 
Rustic Siding, Clear 
and Dressed Lumber 
Raliroad Tics 
ancy and 
Common Pickets 


Mouldings, Casings 


Brackets etc etc 


JAS. WARE, ‘Superintendent 
PALACE RESTAURANT, 


COMMERCIAL ROW, RENO, NEV 


We Laving leased both the 


PALACE & ARCADE 


Restaurants, they willbe 


CONSOLIDATED 


They will hereafter be run as one estab- 
ment, on the 


Burcpean Plan 
OPEN DAY AND NIGHT. 


SATISFACTION CUAR ANTEED 


LEMERY & FONTAINE, Props 


mara 


CALIFORNIA 
FRUIT AND PRODUCE 
FOR 
Green Fruit, Dried Fruit, 
Canned Fruit, Honey, 
Fruit Butters, Syrups, 
Seeds, Vegetables, Ete 


HOUSE 


SEND YOUR ORD ZRS TO 


hated Brewer & Co. 


WHOLESALE MERCHANTS, 


Sacramento. -......+.«s«. dee Californis 


rtn 3 


THE YOUNG KENTUCKY JACK 


DAVID CROCKETT 


AND THE STALLION 


FRANK BACKUS 


WILL STAND THE PRESENT SEASON 
4 THE— 


RANCH OF A. A. LONGLEY, 


SIX MILES FROM RENO, 
Terms: 820 For The Season. 
FOR PARTICULARS APPLY TO 


JOUN * A0 T., LONGLEY’S RANGH 


Amayz m 
Tn 


BRAHMIN’S 
ELIXIR 


FOR ALL CASES OF 
Seminal Weakness, Loss of 
Manhood, 


Want ef Energy, —— im the 
Back or 1 Palnful Dreams, 
Langeor, De * .. 

Prepared only by 


Brahmin Elixir Co 


104 Broadway, Oakland, Cal. 
Price $1 per Bottle. tend for circular 
In 


THE FIRST NATIONAL BANK 


OF RENO, NEVADA: 


Paid up Capital........$75,000 
Surplus Fund...........$18,500 


GENERAL BANKING BUSINES 


co, the princips 
cities ‘of EKuglan . , France, — 
lane, 8 Holland, 


weden. 
— eee 1 ‘and Spain. at current 


TAKE 


. 7 attended 
PIANO MOVING 


Leave 


ing’ companions — 2 — 


DO YOU WISH 


TO BSUBSOoNRISBT FOr 


IN AMERiCA? DROP A 


Nevada 


Newspaper 


ANY PAPER OR MAGAZINE 


POSTAL CARD TO THE 


Bureau 


RENO, NEVADA. 


[Dr OUR PRICES 


— . — 


SO CLUS RATES 


THEY ARE VERY FAVORABLE 


DR. MERRIMAN’S FRAGRANT 


KALLIODONT 


FOR BEAUTIFYING AND PRESERVING 


THE TEETH 


For Sale by all Druggists. 


ARTISTIC 


PHOTOGRAPHY! 


— | Hk —— 


FINEST GALLERY IN THE WORLD 


PICTURES 


OF EVERY DESCRIPTION, 
FROM THE LARGEST TO THE 
SMALLEST——AT ALL PRICES 


THE ELEVATOR 


G. D. MORSE. 


PHELAN BBOCK SAN FRANCISCO 
at i 


O. LONERY. E. R. Surren. 


VERDI PLAM-NG MILL AND 
BOX FACTORY. 


F. O., VERDi, WASHOE CO., NEV. 


Nevada and California Lumber Co. 


—OCONSISTING OF— 


BANNER SAW MILL, 
PROSSER CREEK SAW MILL, 


BANNER BOX FACTORY 


Post fiice.,........Boca, Nevada county, Cal 


TeCOGTAPD ...ncccecee + cee Creek, Ca 
mar Il-tt 


THE FAMOUS, UNRIVALED 
K***prano 
THE HARDMAN PIANC 


A Strictly First-Class Instrument 
at a Moderate Price; also. 


THE POPULAR PEASE PIANO 
A. L. BANCROFT & CO 


721 I street, Sar Francisco, Sole 


A gonts tor Pacific Cos 


LAKE HOUSE. 


H. L. W. Knox, N Proprietor, 


AS THOROUGHLY. REFITTED 

this well-known house, and is pre- 

pared to accommodate his old friends and 
patrons. 


Bar and Billiard -d Room Attached. 


THE TABLE 
Will at all times be furnished with the 


BEST THE MARKET AFFORDS. 
Free Bus To All Trains. 


The house is pleasantly located on the 
south side of the Truckee river. mayl0 


RAYAGE AND 
express 


A SPRECTALTY. 


BETTER THAN COLD. 


CALIFORNIA = FRUIT == SALT 


A Pleasant and Efficacious Remedy 


iF 70⁰ HAVE : ABUSED YOURSELF 


By over-indalgence in eating or r 
have sick or nervous headache, — — — 
kin, with feverish tendency ; night sweats 
and sleeplessness; by all means nse 


SLAVEN’S 
FRUIT SALT. 


And feel young once more. It is the woman's 
friend. Try it; $1 per bottle, efx 3 ay 
$5. For sale by all —— R. E = 

apratf A gent for 


J. B. KLUNIE, 


. — IN DIAMONDS, WATUCRES 


JEWELRY, SILVERWARE, CLOCKS, ETC., 
226 J Street, between Second and Third, 


SACRAMENTO. 
I always keep a full line of Amer- 
ican watches, a large variety of the 
t style fine roy silver 
-plated ware, etc. I dave tue 
ve acency for the 


KOCKFORD WATCH CO.'S 


QUICK TRAIN RAILROAD WATCHES. 


gay” Warton Reraramea specialty, under 
J. P. Plobere. —— 


RANCH FOR SALE. 


silver 
excl 


20 ACRES UNDER CULTIVATION 


1 MILE FROM RENO 


APPLY AT THE GAZETTE OFFICE 
janildwtf 


RENO LUMBER CO., 


CONDON c McINTOSH.Prop's 
JEALERS [FP 
All kinds of Building Materia: 


X22 1 ere. 
Redwood and Pine ®hingles, wood 

aste and Sarfaced; also lime, r and 

cement constantly on hand. Give ns acai! 


PRICES AS LOW AS THE LOWEST. 


rat F 
store. 


T. F. ALITEBNW 


